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Description: Manual Knob Release Part Number: C45-1-1 
i Sane 
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INSPECTION SHEET 
Actual 


Dimension 


Drawing Method of 


: Comments 
Inspection 


: Tolerance 
Dimension 


%4-20 UNC 
0.265 
0.53 

G0.626 | 
G2.0 
0.07 x 45° 
0.03 x 45° 


Go-No-Go 
+/-0.005 
+/-0.010 

+0.005/-0.000 
+/-0.1 

+/-0.010 x 0.5° 

+/-0.010 x 0.5° 


Measured by: Checked by: QC Inspector: 
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